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November 16 , 1990 


Mr. Harold Weisberg 
7627 Old Receiver Road 
Frederick, Maryland 21701 

Dear Harold: 

I was sorry to learn that the appellate court denied your motion. 

I doubt very much that there is anything further you can do. However, 
you will hve to check this out with a Maryland attorney who is knowledge- 
able regarding appeal procedures in your jurisdiction. 

With best wishes. 


Sincerely, 



CHW/mb 


